
Multiple Monitor Stands 

Ergonomic Business Solutions, Inc offers a large variety of quality LCD multiple monitor 
mount solutions. Our extensive selection of LCD multiple monitor mounts for mounting 
multiple monitors, includes LCD multiple monitor stands, and multiple monitor mounts. 
These LCD Multiple Monitor Mounts have proven to be a cost effective way to increase 
productivity and help solve ergonomic issues in the workplace. Being able to place multiple 
monitors at the correct focal point and height is crucial in helping to reduce eye strain 
along with neck and shoulder strain. These LCD Multiple Monitor Mounts have proven to 
be a cost effective way to increase productivity and help solve ergonomic issues in the 
workplace. Being able to place multiple monitors at the correct focal point and height is 
crucial in helping to reduce eye strain along with neck and shoulder stress. 

Multiple Monitor Stand 




Our ergonomic dual LCD monitor stand is for mounting two monitors side by side With 
this stand you are able to mount Two VESA standard LCD monitors up to 24 inches and 
weighing up to 25 pounds each, in side by side configuration. You can easily adjust each 
monitor independently of the other. You are able to place the monitors anywhere along 
the 18 11/16 inch pole for maximum ergonomic comfort. This unit is ideal for day traders, 



911 dispatch centers, radio and TV stations and of course office applications. The simple 
installation and a 10 year limited manufactures warranty makes this LCD double monitor 
stand a complete package. This desktop monitor stand is perfect for home, office, schools, 
hospitals, anywhere dual monitors are used. 

C2G 41192 Pro Series Plenum HDMI Cable 35 Feet Long 

The new PRO Series commercial grade plenum cables offer true digital performance while 
meeting the highest standards in fire resistance. These cables are available for HDMI®, 
DVI and DVI+3 5mm audio signals and can meet the demands of virtually any commercial 
installation. 



The Pro Series supports resolutions of 1080p for displays and up to 1920 X 1200 pixels for 
computers, and with various lengths to choose from, it's no wonder the PRO Series HDMI 
cables is the ideal connectivity solution for A/V equipment used in classrooms, or 
conference rooms. The 24K gold plated connectors prevent metal corrosion resulting in 
the optimal signal transfer for the highest picture and sound quality. The shielded 24AWG 
copper conductors protect against EMI and RFI to make sure you get the highest picture 
and sound quality. 

Ergonomic Business Solutions, Inc carries a full line of POS mounts, point of sale mounts for 
mounting your POS display. These POS mounts are the perfect ergonomic solution for 
mounting your restaurant POS system as well as most retail POS systems. These point of 
sale mounts are designed, engineered and built to give you years of service. You can 
enhance your existing POS system with one of our height adjustable POS mounts. Retail 
POS mounts and restaurant POS mounts are our speciality. 

Our line of POS mounts are fully functional and aesthetically appealing. Our selection 
includes compact POS mounts, and heightadjustable POS mounts that mount through the 
counter top. These POS mounts offer easy height adjustment, internal cable management, 
and great looks, all at a competitive price. Select a POS mount for your retail business or 
restaurant today. Our Spacedec Rotating POS Mount has all the features that you're looking 
for, including an available upgrade to a back to back POS mount. All of our POS mounts 



have the ability to tilt your display screen up, down left and right. So if your looking for a 
compact POS Mount or a 3 foot tall POS mount, your sure to find it at Ergonomic Business 
Solutions, Inc. Custom colors are available on our point of sale mounts; give us a call to 
discuss your needs. 1-888-LCD- ARMS. 

Ergonomic Business Solutions, Inc offers a large selection of Quality Laptop Stands, Laptop 
Arms, Laptop Track Mounts, Laptop Pole Mounts and Laptop Wall Mounts. These laptop 
mounts are designed and engineered to optimize your computing comfort when using a 
laptop. Our selection includes laptop stands with cooling fans and without cooling fans. We 
also have laptop stands with USB hubs and without USB hubs. 

Laptop stands are designed to help your overall posture. This can help relive back and neck 
strain, giving you a more productive working experience. Laptop stands and mounts are 
one of the most cost effective ergonomic solutions you can add to your work environment. 
If you are one of the thousands who use their laptops for hours at a time, you might as well 
be as comfortable as possible. 

Laptop stands and mounts are the ideal accessory and are great to use in patient exam 
rooms, hospitals, clinics, dental operatories, home, office, recording studios, TV and radio 
stations, schools, dorm rooms, and while traveling. Laptop stands are light weight and 
portable and can be used by anyone. 

Ergonomic Business Solutions, Inc offers a large and wide selection of Mobile Workstations, 
including Mobile LCD Carts and Mobile Laptop Carts and Mobile Computer Carts. These 
LCD carts and Laptop carts comfortably meets the needs of more diversified workplace 
environments. Our Mobile Laptop Carts and Mobile LCD Carts and computer carts are 
height adjustable to ensure a comfortable and ergonomic platform for your computer. Our 
selections of carts are the ideal computer accessory and are perfect for space confined 
applications. These Aidata mobile workstations are lightweight, sturdy, compact and 
affordable. 



For more information please visit our website 
http://www.ergonomicbusinesssolutions.com 



